HISTORIC  CHURCHES  OF  AMERICA 
Trinity  Church  —  Boston 

The  magnificent  new  High  Altar  and  Chancel  dedicated  in 
1938.  This  beautiful  Episcopal  Church  was  built  by  Phillips 
Brooks  in  1877  and  is  one  of  the  finest  examples  of  American 
Architecture. 
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